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Message Text 


E.O. 11652:N/A 

TAGS:TPHY, OSCI. TGEN, EG 

SUBLPATENT APPLICATION OF DR. HASSAN KHALIL ONR/SFCP 


REF: SCHULTE/RICHMOND TELCON 7/19/78 


1 . PLEASE ADVISE MR. SCHULTE, PATENT COUNSEL, NAVAL 
WEAPONS CENTER. CHINA LAKE CALIF. THAT DR. HASSAN KHALIL 
FACULTY OF MEDICINE. ALEX UNIV DID NOT RPT NOT RECEIVE 
OATH AND OTHER DOCUMENTS RELEVANT TO HIS PATENT APPLICATION 
(THERMODILUTION CATHETER) INQUIRED AFTER BY MR. SCHULTE 
(REFTELCON). REQUEST NEW DOCUMENTS BE FORWARDED FOR 
EXECUTION. 


2. DOCUMENTS MAY BE ADDRESSED TO DR. KHALIL C/O THE CONSUL 
GENERAL, AMERICAN CONSULATE GENERAL, ALEXANDRIA, A.R.E. 
DEPT. OF STATE, WASHINGTON DC 20520 FOR 
FORWARDING. F.TLTS 
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